AMENDMENT NO. 1 JUNE 2020 
TO 


IS 15573 : 2018 POLYALUMINIUM CHLORIDE 


( First Revision ) 


[Page 2, Table 1, SI No. (viii) (c), col 3 and 4] — Substitute ‘2’ for ‘6’. 


[Page 2, Table 1, SI No. (viii) (c), col 5 and 6] — Substitute ‘6’ for ‘18’. 


[Page 2, Table 1, SI No. (viii) (d), col 3 and 4] — Substitute ‘8’ for ‘30’. 


[Page 2, Table 1, SI No. (viii) (d), col 5 and 6] — Substitute ‘24’ for ‘90’. 


(Page 2, clause 6.2.3) — Substitute the following for the existing clause: 


‘6.2.3 BIS Certification Marking 


The container (s) conforming to the requirements of this standard may be certified 
as per the conformity assessment schemes under the provisions of the Bureau of 
Indian Standards Act, 2016 and the Rules and Regulations framed thereunder, and 
the products may be marked with the Standard Mark.’ 


(CHD 13) 
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